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The first building at top left side was the only school building in
Clearwater up to 1908. The enrollment for all grades, 1 to 12 was
approximately 50.    There were two teachers.
In 1910 the Clearwater schools moved into building two at top
Here the enrollment was 110, and there were four teachers.
At the present time, Clearwater has sx buildings. The enrollment
is 1,800, and there are 66 teachers.
The third picture is a section of our own Clearwater high school
The enrollment in grades 10 to 12 has been 497 this year, and we have
16 teachers.